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30 Cystoscope 





Cystoscopy Made Practical For General Practitioners 

pf Brown-Bueger Improved Examining Catheterizing Cystoscope 


The Genuine A Wappler Make 


D RECTlOh 5 


Itself 


Monthly 

See Table 
Of Terms 


Recommended By U. S. Genito-Urinary Authorities 


The need for cystoscopic examinations of 
patients confronts every physician constantly. 
Thero is no longer a valid reason why he should 
not do this work himself instead of sending 
patients to colleagues better equipped. He 
can not afford to jeopardise his reputation by 
neglecting this necessary diagnostic procedure 
and waiting for more marked physical indica¬ 
tions—for then it may be too late 


The very reasons that make the Improved 
Brown-Buerger Cystoscope the choice of 
eminent specialists also make it the simplest 
and most practical for the general practitioner, 
enabling him now to get results that formerly 
seemed' beyond him. In a few words, it enables 
you to work more safely and surely; more freely 
and much more conveniently in genitourinary 
work. 


Gives Upright Image, Larger Field and More Light 


For examination of the interior of the bladder, 
either male or female; urethral catheterization 
and high frequency application the Brown- 
Bucrger is far superior to the older cystoscopcs. 
It illuminates better. The scientific, especially 
clear lens system secures a larger field of vision 
and gives an imago that is uprlghs and of greater 


distinctness. It is furnished with a special 
examining telescope and aiso a double cathereti st¬ 
ing telescope which gives abundant light and 
an ample field for the wor k. SImpli fled and fl ee 
from mechanical complications. Requires Jess 
experience and technique than other cysto- 
scopes. 


Operates On Street Current Or Battery 


Concave Sheath 


If to be operated on electric street 
current, Socket Current Controller 
(shown on left) must be used. No 
cystoscope can be used on street current 
without controller. If street current is 
not desired or available, it is to be 
used with our 4-cell battery (shown 
on right), which also makes it available 
for portable use. State whether Con¬ 
troller or Battery is wanted. Either 
one is included with the outfit. 


Catheter Clip 


BiaminbiA Tekscojjp 


Combined EiAmining And Double CntWorizing Teleicopo 

ALOES) Highly jerfected and superior. Carries two No. 6 ureter French 
tTA^V catheters, enabling double catheterization when desired. In diseases 
“V T/r of the ureter, such as calculi, tumors, kinks, etc., this instrument Peimits 
TERMS! the introduction of a catheter into the ureter, to ascertain whether the 
h ? latter is patent, obstructed or kinked. Affords ample vision for the work. 

Widens Your Practice—Increases Your Prestige 


Stop Cock 


Cleaning Rod 


Patent Obturator Prevents Tr&umaiUm—An Absolute Necessity 
Price With Concave Sheath 

No/ 904812—-Brown-Buerger Cystoscope (Wappler 
make) with Concave Sheath (the Concave Sheath 
is recommended for general work) (24 French) of 
special design with a small beak placed at such 
an angle as to assure easy and painless introduc¬ 
tion into the bladder without traumatism 
Price complete with accessories as listed below. . £ I 
. 904813—Extra Lamps for Concave Sheath 
price each,.. 


No. 


2.00 


ism-All AUSUIIHU 

Price With Concave and Convex Sheaths 

91) 1811 — Brown - B uerger C ystoscop o with 
Concave and Convex ,Sheath (24 French), latter 
designed for smallmr irritable bladders, or cases 
where special close inspection is desirable; also 
has special advantages in cases of prostatic 
hypertrophy and in examining the prostate. 

Price complete with accessories as listed below. 

9D48I5—Extra Lamps for Convex Sheath, 
price each. .1 -tsu 


Accessories Listed Below Included With Both Outfits 


Included with either of the above is a combined examimn 
aud catheteriziug telescope, obturator, 1 extra, lamp 
sheath, cleaning rod, 2 catheters, ti plain and 6 perforated nub- 
bur catheter tips, catheter ^ stop ^, coa£^« TOrd,l box 


lubricant, illustrated directions and technique, etc. T all in hand¬ 
some hardwood case and either Special Socket Current Con¬ 
troller ready to attach to any lamp socket or 4-coU battery m 
neat case. State whether Battery or Com,roller is wanted. 


Restricted Article, Only 5 % Discount Can Be Allowed For Cash or C. O. P. 











































Electro-Therapy 


a. s* aloe co. 

St. Lmris, Mo. 



Builds Bi$ 


Not 
A 

Battery 


The Aloe Electro- 
Therapeutic Cabinet 

Doctor, here is an extraordinary offer. Read It and 
you will realize that Electro-Therapy will do more to 
further your success, professional as well as financial, 
tiian years of ordinary plodding. It has done it for 
thousands of other physicians; it will do it for you. 
Arid remember our statements are backed by over 
hrty years of business integrity. This is your oppor¬ 
tunity to increase your prestige-—to become the leading 
practitioner of your community. 

Eminent Successful Users 

The astonishing results now obtained by Electro* 
Therapy are incontrovertibly proven by volumes of 
cluneal evidence from such eminent men as Dr. 
Frederick Finch Strong. Dr. Noble M. Eberhart, Dr. 
J- de LaCoux of Paris, Dr. Albert C. Geyser, Dr. 
S H. Monell, Dr. Chas. S. Nelswanger, Dr. J. T. 
uibson. Recently Dr, A, Caille, before the American 
Pediatric Association, claimed for it some better and 
prompter results than obtained from any other form of 
medication, 

Success Assured You 

Don't be content with a small income. Doctor. You 
don't have to. Now, with "Lightning." the Aloe 
Electro-Therapeutic Cabinet, this distinctive appa¬ 
ratus, you can get t he same gratifying results obtained 
by eminent specialists. The alert physician knows 
that Electro-Therapy is no longer an experiment, but a 
science. And the enlightened public knows of the 
phenomenal results eminent specialists have achieved 
in tlie past, often with the old cumbersome, crude, and 
inexact apparutus. Science has now hamessed Nature f 9 
great vital force, electricity, with mechanics, so that it 
may be therapeutically used, guided and meted out. 
Now it Is available to the general practitioner on 
Aloes Easy Rental Purchase Plan, 


Simplified, Supplies Everything Needed and Nothing Superfluous 

Affords thefle Fourteen Moduli tics. Ideal as Treatment or Adjunct in over 220 Condition®. 


Ilifth Frequency-—The Violet Kay through the glass vacuum 
locally increases the blood supply, bodily heat, and metabolism. 
Qzonates the blood. 

Indirect High Frequency—Current passes into patient's 
body and violet spark drawn from any part. 

D*Arson* al— Relieves high blood pressure, aids ureal elim¬ 
ination, reduces calcareous deposits, 

Anto-Caiwlensation—Use the D’Arsonyal current for 
diabetes, paralysis, etc. 

Sinusoidal —For intestinal conditions, uterine diseases, loss 
of muscular tone. 

Direct Diathermy— Increases internal temperature. Val¬ 
uable In consumption. 

Modified Diathermy —Relieves rheumatic pains, neuralgia 
and lumbago. 


Caiaphurosls—Medicaments electrically penetrate in goitre, 
congestion, etc. Invaluable in pyorrhea. 

FuL^uration—-Caustic or desiccating, for growths and lesions. 

Indirect Fui^uration—A mild, current for mucous mem¬ 
branes, etc. 

Ozone*—Inducted into tissues and highly germicidal. A spec¬ 
ial treatment for gonorrhea. Furnishes ozone for inhalation in 
consumption and pneumonia. 

Cautery—Bloodless Surgery with any cautery knife. 36 
points of regulation. 

Diagnostic—IIhnnlnes smallest electric bulb for examina¬ 
tion and diagnosis. 

Electric Cuaguljiiion—A fulgurating current carried direct 
to point of coagulation. 



Its Great Psychic Effect 

No march-on physician, in this day, ignores the Importance 
of psychic effect, both as to its influence on the condition of 


£! 


the patient and its value to the physician’s prestige. Read 
that again. It is based on facts that are known and made use 
pf by the big men in the profession. No longer arc brains and 
hands enough. In the great evolutionary onward march 
resistless as the tide, the physician who lacks this Electro- 
Therapeutic equipment is denying himself one of the funda¬ 
mental essentials to successful practice. The day when a pill 
hr a potion satisfied the patient is over. He wants visual 
evidence that his physician is keeping, scientifically, abreast 
of the Limes. 

The Milliampere Meter Eliminates 
All Guesswork 

An accurate meter uqch as our Lightning Cabinet is equipped with 
is an absolute necessity ia the practice os' Bk-tftrd-Therapy when 
Hpplyin^ the important p Arson vat or Auto-Corider-gfLiion Current as 
well as in Direct and^ Indirect Diathermy. It enable/ 1 you to ad minuter 
accurate and scientific treatment and to establish vour technique, 
without ^ meter you grope in the dark. There has bees, an increasingly 
insistent demand from the medical profession lor a skijplhiaii apparatus, 
highly practical—not highly technical one that w r ciuld afford every¬ 
thing needed for practical work and nothing fliiperfiuoua; a dependable 
one that would work, one day like another. Aloa'* Liahtain# Cabinet 
fiy a this want- - 


Profitable Office Practice 


Numerous investigated cases have proven that the use of 
Aloe's Cabinet has increased the physician’s income from hlfl 
office practice alone from SI ,000.00 to $3,000.00 yearly. The 
laity believes in Electro-Therapy—it appeals to them—it \M 
bon eft ted them. 
















Practice prestige ^Income 


Violet Ray High Frequency Current 
Not an Expense But a Source of Income 



Electro-Therapy commands the attention of every progress¬ 
ive physician as a vital factor in success. It leads to a vastly 
widened scope of usefulness and service,, and assures an increased 
practice. Alert physicians have found in Electro-Therapy 
the satisfactory supplement to drug therapy for those chrome, 
obstinate, hard-to-manage cases in which something new or 
different is- urgently demanded. Dr. Oh as, ft- Neisw anger says: 
"In view of the immense amount of reliable data at hand 
showing its remarkably beneficial effects upon various patho¬ 
logical conditions, the true physician would be lax in his duty 
to patients did he not study and use it-” Eberhart, in his 


standard text bonk* names a total of 220 conditions In which 
electro-therapy. as applicable by the Aloe Cabinet, is of direct 
benefit or definitely curative- Among them may he found 
Acne, AlbumEnaria, Anemia* Arteriosclerosis, Cystitis, Consti¬ 
pation, Diabetes, Dyspepsia, Goitre* Gonorrhea, Hay Fever* 
High Blood Pressure, Impotence, Influenza, Leucorrhea, 
Menopause, Neuralgia. Neuritis, Paralysis, Pneumonia, R nett- 
matlm, Sciatica, Tuberculosis and a wide range of other 
conditions. 

Operates on any light socket. 


Completely Equipped For All Practical Purposes 


Guesswork 

Not 

Permissable 



Don't administer 
the more powerful 
electric treatments 
without a Mil li am¬ 
pere Meter as fur¬ 
nished with ^Light¬ 
ning''Cabinet. Lack¬ 
ing this yon are 
simply guessing, a 
thing no more per¬ 
missible than guess¬ 
work in administering 
drugs. It enables 
you to measure the 
dosage accurat el y, 
scientifically. Don't 
grope for success in 
the dark. 



In chided with the Aloe Cabinet are the following Accessories* 


I Condenser Surface High Frequency 
Electrode. 

1 Rectal High Frequency Electrode. 
1 Vaginal High Frequency Electrode. 
I Nasal II ish Frequency Electrode 
1 Throat High Frequency Electrode. 
1 Urethral high Frequency Electrode 
1 Adjustable Handle for High Fre¬ 
quency Electrode, 

1 FtilguratJon Electrode. 

1 Straight Tip for Fulgurafcfon Elec¬ 
trode. 

1 Curved Tip for Fulguratlon Elec¬ 
trode. ^ 

1 Flat Tip for Fulguration Electrode 
1 Cautery Handle, 

1 Cautery Knife, Pointed Shape. 


1 Cautery Knife, Loop Shape. 

2 Cautery Cords, 

1 Sponglo Pad Electrode. 

1 Handle for Spongio Pad. 

\ Diathermy Hand Electrode. 

1 Diathermy Disc Electrode. 

1 Diathermy Disc Handle, 
l Diagnostic Illuminator* 

1 Diagnostic Bulb. 

1 D + Arsonva! Handle Electrode. 

1 Auto-Condensation Chair-Pad. 

2 Sinusoidal Chords. 

2 Sinusoidal Handles. 

1 Heavy Insulatod High Frequency 
Cord, 

X Connecting Cord and Plug. 

1 Book of Directions, 


Sovereign Remedy 
For High 
Blood Pressure 



Included is this folding 
chair and table pad for 
A u co-Condon sat ion treat* 
manta which . secure per¬ 
manent reduction of high 
blood press Lire. Thousands 
are anxiously seeking such a 
remedy. Can bo Vised as 
adjunct to regular treat¬ 
ment. just this one remedy 
is worth the price of the 
Cabinet to you* 


You Learn to Use It in an Hour 



Simplified Treatment and Technique and 
Plain Directions Included Free 


Clearly written and profusely illustrated instruction a 
for treatments Will accompany your “Lightning 
Cabinet. In 12 practical and easily understood lessons 
the complete technique of Simplified Electro-Therapy 
is clearly set forth by Noble M- Eberhart, M* D., the 
eminent practitioner in this field. Step by step they will 
carry you through the various uses of "Lightning" until 
your technique is perfected. Besides these valuable 
instructions you will get a Book of Directions, Illustrated, 
w hich will clearly show you the operation, and care of the 
apparatus- With these guides you are the master of 
Electro-Therapy and you will find the path to success In 
this lucrative phase of your profession made easy. 



$175.00 Value for $125.00 

We give below the itemized regular value of this outfit, so 
you will reahze the wonderful opportunity we offer. 

Lightning,” the Aloe Electro-Therapeutic Cabinet * * ■ .$125.00 

Electrodes, Accessories. Chair Pad, etc.. 25-00 

Treatment and Technique* 12 lessons In Simplified 
Electro-Therapy by Dr. N. M. Eberhart and Book of 
Directions, Illustrated.*. 25.00 


Total Regular Yaluo* ...**,*.*,.* .$175.00 

Our Special Price to You for All the Above, only. . .. 91 2 5*0© 

Free Trial Offer 

Test it for 10 days in your own office. Should you for any 
reason not wish to keep it t return it, and we will cheerfully 
refund every cent paid us. a-s well as all transportation charges. 
No questions a*sked—no quibbling. Its use will increase your 
income tremendously, also your prestige. 


Price and Easy Terms 

No, V1F7U —"Lightning,” the Aloe Electro-Thera¬ 
peutic Cabinet, Including a complete set of elec¬ 
trodes , accessories, e fcc,; al so Treatment and Tech - 
nique, 12 lessons in Simplified Elec tro-Therapy by 
Dr. N* M- Eberhart and Book of Directions* 
Illustrated, (Regular price $175,00)* our price 

only...*...*.-.912 5. OO 

Send us only the small first payment of §10,00 and we will 
forward you the complete outfit as Listed above* If after a thor¬ 
ough trial you are completely satisfied send ua the balance in 
monthly installments of $ 10.00 each* 


Order Today 


Just stop a moment to think. Doctor, realise what this outfit, 
will do for you and weigh against t hat the small sum it easts, and 
—what'a tne answer. Ten thousand were sold in the last 12 
months. It’s a big paying investment, not an expense. Why 
hesita te 7 Order to-day. 





























Metal ^1 

Electrode 

No- 1 SFS 383 — 

Meta], delivers 
strongest current\\ 
for general tonic {ti'\A 
constitutional effects. V 
Does not cause imiseu- i 
lar contraction* Pro¬ 
duces great b o cl v 
warmth. Each.#I-<M 


W /,# Cautery 
* A / Electrode 

jfW 18F5382 — 

/ W Cautery Electrode. 
™#pr Unexcelled lor remov- 

P f ing warts, moles or 
growths of auy nature. 
t P™ with first treat¬ 
ment. Each..... *. © 2 *o 


No- 16FSW7—Large Con¬ 
denser. delivers intensi¬ 
fied current. Effective 
in treatments for rheu¬ 
matism. lumbago* etc. 

Each, . .. Sl.1 


Specify; 
Whether 
Metal Tips 
or Plaint^ 
TtasarejA 
Want ed^K 


Li uuca 


A- S. ALOB CO** 
St- Louis, Mo. 


Vacuum Glass High Frequency Electrodes 

Doctor, the addition of Hhw nlflnt'.mdfis to vaup __ 


N’e* I6F53S1—Plain* stand¬ 
ard pattern* for applications on 
High Frequency to the surfaces 
of tho body. Emits a beautiful 
violet ray. 

Each 


Electrode 


No. 16 F 5109 —Plain 
Comb electrode; used 
for treatments of the 
scalp, falling hair* dan¬ 
druff. gray hair, etc. 
Each.. 


They 

Multiply The 
Use Of Your 
Apparatus 


^wTfTT^? C ^f nC '+ held of electro-therapeutics, for the proper electrodes for 

Jr^tmehts mcan more satisfactory results—more satisfied patient/ 
The select ion here shown covers a wide range of needs and will meet vour 
“ a majority of canes Tlaln electrodes suffice well for surface™ Stmen/ 

^ lectroides. however, are specially designed for treatments in the 

1S rfehvered atr point; of application only, eliminate 
s patient or operator. All our electrodes are made of soda 
glass, the glass po&se4*.ing great strength. 

Practical I 
Electrodes In 
Everyday 

Use 

Plain 

ti__ i Plain Comb f\^P 

Plain External 



Throat Electrodes 


No* 16F5393—Plain, for external 
throat treatments; also excellent 
for t he neck. Good resul ta obtained 
In goitre, double chin, etc. 


#0 .£5 


Each 


Insulated 

Vaginal 

Electrode 


Each. 


Insulated Ear Electrode 


N. 


10**413—Insulated, for the ear 
Specially adapted to treatments 
oi the ear . Pr 
Each 


Properly shaped. 


01*05 


93*00 


Do You 
Want Metal 
Lor Plain 
Glass 
^fonnedton 

nkEnds? 


N** 16F5453—Insulated, 
for vaginal treatment, 
improved shape. 

Each . 91-05 


Insulated Internal Throat Electrode 


Insulated Nasal Electrode 


‘ ll T late<11 e 9 ec Wve for Internal throat treat¬ 

ments. Properly curved. Secures gratifying results. 


No* 18F5425—Insulated 
for nasal treatments. 
Each.... 


Insulated Prostatic Electrode 


91*05 


N a« dfrTCtty ovo^Mtaao r gFand! a ^ch trBatment ' Improved ehape 

Insulated Rectal Electrode 


S1.6H 


■ •' i.: 


Insulated Urethral Electrode 


No* 16F5419—-Insulated, for rectal 

treatment. An electrode which you will fre¬ 
quently use, each, ... 


91-65 


16**421- Insulated, for urethral treatment 
Effective in cystitis, strictures, gonorrhea 




Each 


91*05 


Effective Ozone Generator 

With Medicated Spray 


The therapeutic value of ozone is 
Minit 


-- on clinical evidence. Its 

jreat effect in oxygenating the 
blood has made it indispensable in 
treating diseases of the catarrhs 
of the respiratory organs, tuber- 
ellipsis in the incipent stages, toxic 
and bacterial diseases, neurasthenia* 
blood poison, hay fever, etc. 


Essential In Diseases Of The Respiratory Tract 

holding tlnf pmdfying oUs^the other^n^a? duality glass, with two chambers: one for 

from any High Frequency source ° to which |!S connected the wire 

bottllll 0zone *w**. 2 tips, funnel and 


tS ihr ivii-ii tne outni. 

5469—Oz 


.... , No.IOFjI SSh^Ozone G ouora tor . 2 ti p B . funnel. bulb, and 1 bottle of Inhalant, complex #10.00 

When Ordering Electrode* or Generators, State Whether WITH METAL TIP OR % INCH GLASS TIP 
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A. S. ALOE CO., 
St. Loiiis t Mo„ 



High Frequency In A Nutshell 


Use The 
Violet 

Electric Spark 
For 

Rheumatism 

and 

Inflammatory 

Conditions 


The 

Effect 

Is 

Marvelous, 

Psychologically 

is 

Well As 
Remedial 


Standard High-Frequency Apparatus 





For The Physician’s Use 

$^50 Cash $ ^ 83 Monthly 

Electro-Therapy 

Of all the natural remedies the high-frequency current 
is the most efficient, as it produces, through the glass 
-vacuum applicators, heat, light, faradie muscular con* 
traction, ozone and the power of making calcareous ae- 
posits soluble. Electricity seeks the path of least resist* 
a nee, which in the body is In the veins, as they contain 
the conductive carbonates and impurities which are 
mostly in need of this purifying action. The greatest 
use of the high-frequency electric current is as a blood 
purifier through the agency of ozone which Is generated 
bv the electric spark or spray. The therapeutic use of 
ozone is two-fold; it acts as an antiseptic the same as 
chlorine, or as an alterative like oxygen, its high thera¬ 
peutic value Is due to its great affinity for carbon, which 
forms the bulk of most organic substances. Bacteria, 
which consist of about 85 per cent carbon, when coming 
iu contact with the ozone, undergo combustion, the car¬ 
bon being converted Into CO (carbon dioxide), leaving a 
small residue of Inert substances. 

Read This Testimonial 

from s. H* MonflllpM. INoted Author and Authority on 
Electro-Therapeutics, writing to Jerome Kidder, say#: 

My Dear Sir— 1 have deferred writing you about, the 
High-Frequency Instrument until J gave It a little trial. 
It proves to be very satisfactory. Have so far used it on 
the throat for Irritable cough, on the arm for old muscu¬ 
lar rheumatism, on i.he knee for chronic rheumatic pain, 
on aching feet, on the nose for a recent rhinitis, on the 
scalp to improve nutrition in a case of thinning hair, on 
several cases of headache, and on [he spinal centers for 
general tonic effects, and find It to be very worthy of 
recommendation within, course, the capacity of its 

d °You are justified in offering It to physicians In place o£ 
the pocket. Tesla Instrument mentioned in my book on 
High-Frequency Currents, published in 1&10, as the Tesla 
instrument is no longer manufactured. There are many 
in the profession who would be glad to have your neat 
and useful little Instrument, and I wish you every success. 

Very truly yours, 

S, EL MONELK 

Tatchogue, N. Y- June 1 , 1914 . 

This powerful little outfit embodies many advantages of 


- This powerful little oiitni emuocue» nijiiiy uuvnubabvo y* 

The non-curative action of the expensive app^t^s. ^KasUy^ortable. en^ro outfit slipa 
d m gs In the l rea t men t of J u m- i t 1 to bag or c an he c am ed in t he n n re 

i,a fff. anH mn ar. n i h ■■ soreness is inches, which we supply free, the black. \ uicanizect. no re 
weii known, but the success housing has a regulator, controlling aobvilciim 

of high-frequency treatment is end. This is no toy but an apparatus with which a physician 
beyond dispute. ca n get results. 


Nothing so surely relieves 
the agonizing and 'Tmpossible- 
to-gebat’’ pains of neuralgia, 
facial pains and earache, as 
does high-frequency treatment. 
It affords quick relief. 


In the treatment of rheuma¬ 
tism, in all its forms, the best 
results have been obtained; 
even the advanced stage of 
arthritis deformans has always 
been benefited. 




Order this apparatus—try It for 10 ilays In yonr own 
practice; should you, for any reason, not wish to keep 
return it, and we will cheerfully teftmd e^y cent 

paid us—no questions asked, no quibbling. \on take ne 
risk at all. 


NOW $1350 


No. IS F5371 -Standard High-Frequency Apparatus, works on 
either alternating or direct current, complete with vacuum o’ 
trode, cord with current tap and full directions A<« n ra 

ail in a velvet lined, seal-Erain carrying case. Jhl 
For the Physician's Use. Out price only. t 

A Standard Outfit For The Physician’s Use 

































